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UNCLASSIFIED 

PAGE 01 STATE 173644 
ORIGIN PM-05 

INFO OCT-01 AF-10 ISO-OO TRSE-00 AID-05 SS-15 SP-02 
NSC-05 L-03 ACDA-12 OMB-01 H-02 MCE-00 HA-05 
/066R 

DRAFTED BY PM/SAS:COCECIL:RG 
APPROVED BY PM/SAS :HMCELROY 
AF/E : KW AU CHOPE 
DOD/DSAA:GRUDD 

082769 111209Z/46 

R 102215Z JUL78 
FM SECSTATE WASHDC 
TO AMEMBASSY KHARTOUM 
INFO SECDEF WASHDC 0721 

UNCLAS STATE 173644 

E.O. 11652: N/A 
TAGS: MASS.SU 

SUBJECT: FIELD ENGINEERING EQUIPMENT 
REF: KHARTOUM 2995 

1 . PETER SOMMER WILL BE AVAILABLE TO DISCUSS LOA AND 
FUNDING ASPECTS OF FIELD ENGINEERING EQUIPMENT SALE WITH 
GOS OFFICIALS DURING HIS KHARTOUM VISIT IF YOU DEEM THIS 
USEFUL. USASAC CAN ARRANGE DISCUSSIONS ON TECHNICAL 
CHARACTERISTICS OF FIELD ENGINEERING EQUIPMENT IF DESIRED 
BY BG TAWFIQ DURING HIS US VISIT. DO WE UNDERSTAND DATES 
OF WASHINGTON VISIT TO BE AUGUST 7, 8, AND 9? 

2. WE WILL BE GLAD TO RECEIVE REQUEST FOR LOA'S FROM 

BG TAWFIQ. HOPEFULLY BY TIME LOA'S ARE PREPARED WE WILL 
HAVE CLEARER IDEA OF SOURCE OF FUNDS. IF GOS CAN FUND 
UNCLASSIFIED 
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PAGE 02 STATE 173644 

FROM OWN RESOURCES, WE ANTICIPATE NO PROBLEM. 
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